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AGENDA 


1. ) Minutes 

2. ) Next Steps 

a. Maintenance Policy 

b. Framework for collecting data 

c. Technology 

3. ) Review Draft Maintenance Policy 

4. ) Review Framework for collecting data 

5. ) Next data 


